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NOTES 

1 UNLESS OTHERWISE INDICATED, RESISTORS ARE 1/10W 

2 UNLESS OTHERWISE INDICATED, RESISTORS ARE 5% 



3 UNLESS OTHERWISE INDICATED, CAPACITORS ARE UF/V 

4 , DIGITAL I ANALOG j_ CHASSIS , POWER 

T" GROUND v GROUND ~ GROUND GROUND 

5 [XX/XX] DENOTES [SHEET NUMBER/SECTOR] 

6 LAST REFERENCE DESIGNATORS USED:C4, D43. DSP3, J1, Q3, R29, 

SW6, U4. 

7 COMPONENTS MARKED WITH * ARE NOT ON BOM. 
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